Clean Energy Future Committee Meeting Agenda 

June 28, 2019 

8:00-9:00 a.m. 

Arlington Town Hall, Lyons Hearing Room (2 nd Floor) 


Review & Approve Minutes from 5/24/19 


Update on MAPC / 3-Town Net Zero Planning 

• MAPC is still working with DNV GL to get a signed contract to lead GHG inventory, but should be 
2-3 weeks. 

• Baseline year for GHG emissions. Propose 2017 = latest year for which we have good data. 

• Stakeholder analysis. 


Goals and Objectives for this Committee 
• Group discussion 


Other Business? 


Next Meeting : Ken can't do July 26. Reschedule? 



